RIBIER, JACQUES SRIG. DE VILLENEUVE (2) 


1639 
Conseiller (cr) au Paris Parlement, 31 mars/a 1653. 
He replaced 
He was replaced by 


RIBEFER, XAKQXES LOUIS SEIG, DE VILLENEUVE (3) 


Conseiller au Parlement de Paris, 4 mai 1646 a 1654, 
He replaced 
He was replaced by 


RIPAULT, CHARLES DE SEIG, DE VEILLY (3) 


Conseiller au Parlement de Paris, 14 fev, 1642 a 1649, 
He replaced 
He was replaced by 


